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10. SUPPLY. INSTALLATION AND COMMISSIONING OF THE 
FOLLOWING EQUIPMENT FOR THE SECOND STAGE DEVELOPMENT 
OF SENOKO POWER STATION: 

36131- 6,600V SWITCHGEAR, 415V SWITCHGEAR, CONTROL 
BOARDS! DC SYSTEMS). 

36122-TRANSFORMERS (DC SYSTEMS). 

34446-ISOLATED PHASE BUS DUCTS (DC SYSTEMS). 

33571-CABLES 

36442-38-CABLE TRAYS 

36442-CONDUIT AND GROUNDING FOR THREE 250 MW STEAM BOILERS. 

35111- TURBINE GENERATORS. 

TENDER DOCUMENTS FOR THE ABOVE ITEMS WILL BE AVAILABLE 
ON MARCH 31. MANUFACTURERS INTERESTED IN TENDERING 
ARE INVITED TO SUBMIT THEIR APPLICATIONS IN WRITING 
TO: THE PROJECT MANAGER. MONENCO ASIA PTE. LTD., 

825 INTERNATIONAL PLAZA, ANSON ROAD, SINGAPORE 2. 

A DEPOSIT OF S$ 1,000 IS REQUIRED FOR EACH SET OF 
TENDER DOCUMENTS. APPLICANTS ARE REQUESTED TO SEND 
A CROSSED CHECK/MONEY ORDER OF THE CORRECT AMOUNT 
MADE PAYABLE IN SINGAPORE TO "MONENCO ASIA (PTE) LTD." 

A COPY OF THE APPLICATION SHOULD BE SENT SIMULTANEOUSLY 
TO THE CHIEF ELECTRICAL ENGINEER, PUBLIC UTILITIES BOARD, 
SINGAPORE. TENDERS WILL ONLY BE CONSIDERED FROM FIRMS 
WHICH HAVE EVIDENCE OF EXPERIENCE IN MANUFACTURE, 
ERECTION AND COMMISSIONING OF PLANT AND EQUIPMENT SIMILAR 
TO THOSE INVITED IN THIS TENDER. 
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